Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Message Text 

CONFIDENTIAL 

PAGE 01 MONROV 01449 011728Z 
ACTION OC-06 

INFO OCT-01 AF-10 ISO-OO CCO-OO /017W 

076589 020226Z/75 

R 011455Z MAR 78 
FM AMEMBASSY MONROVIA 
TO AMEMBASSY ACCRA 
INFO SECSTATE WASHDC 8310 

CONFIDENTIAL MONROVIA 1449 

ACCRA FOR RCO, DEPT FOR OC/S 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: TEMPEST/EMSEC HAZARDS OF OFFICE EQUIPMENT 
REF: A) 77 ACCRA A-18, B) 77 ACCRA 9519 

1 . EMBASSY REGRETS DELAY IN PROVIDING REQUESTED INFO. 

RESPONSE KEYED TO LETTER PARAS OF REFAIR. 

A. STATE USIS USAID PC 

32 3 6 3 

B. ALL ALL ALL ALL 

A TOTAL OF 7 IN ALL AGENCIES REQUIRE INERTIA MOTOR MODI 
FICATION. 

C. 7 

D. ALL REPLACEMENT TYPEWRITERS ON ORDER FOR STATE IN 
SEPTEMBER 1977 ARE APPROVED MODELS. 

E. UPON RECEIPT OF ORDER DUE AT ANY TIME. 

CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 MONROV 01449 011728Z 


2. FYI WE HAVE NO WORD PROCESSING EQUIPMENT AND DO NOT 
PLAN TO PROCURE ANY. 

CARTER 


CONFIDENTIAL 
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